TABLE LXV
EGG-GLOBULIN AND HYDROXLDS

Control (H2O),
	Hy-droxid.
	Final concentration of the alkali in the system.
									
		1/100 n
	2/100   n
	3/100 n
	4/100 n
	5/100 n
	6/100 n
	7/100 n
	8/100 n
	9/100 n
	10/100 n

White floceulent precipitate in HsO
	KOH
	Unchanged?
	Solid white gel
	Clear gel
	Clear gel
	Clear viscid liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid

White floceulent precipitate in HsO
	NaOH
	Solid white gel
	Solid white gel
	Clear gel
	Clear gel
	Clear -viscid liquid
	Clear viscid liquid
	Clear viscid liquid
	Clear liquid
	Clear liquid
	Clear liquid

White floceulent precipitate in HsO
	Ba(OH)2
	Solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel


	Tube No.
	1
	2
	3
	4
	5
	6
	9
	8
	9
	10

Control (H2O).
	Hy-droxid.
	Final concentration of the alkali in the system.
									
		11/100 n
	12/100 n
	13/100 n
	14/100 n
	15/100 n
	16/100 n
	17/100 n
	18/100 n
	19/100 n
	20/100 n

White floceulent precipitate in HaO
	KOH
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear li quid
	Clear liquid
	Clear liquid

White floceulent precipitate in HsO
	NaOH
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid
	Clear liquid

White floceulent precipitate in H2O
	Ba(OH)2
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel
	Less solid white gel


	Tube No.
	11
	12
	13
	14
	15
	16
	17
	18
	19
	20
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